Lo 


O 


Wl 40,4 Le. Chetictn Gf 


Approved For Release 20gd/d1 43°: CROP 88-01 365R000300180008-0 /7 Malyale! ‘Zz 
I 


Walter Scott’s 


“oy Meters 


Q. Pee been reading about a film they are making in 
Hollywood, called The vresident’s Analyst. Isn't it 
based upon the true siéry of President Eisenhower 

and his psychoanalyst? — 8. E. T., New Smyrna 

Beach, Fla, 

A. President Eisenhower never had an analyst. The 

film concerns a fictional Manhattan psychiatrist as- 

signed by the C.I.A. to look after a worried U.S. Presi- . 
dent. The psychiatrist, played by actor James Coburn, 

privy to top-secxet information, is pursued by enemy 

intelligence agents anxious to learn presidential seérets. 
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